To:  Hestmark,  Martin[Hestmark. Martin@epa.gov] 

From:  McComb,  Martin 

Sent:  Mon  8/10/2015  12:16:19  PM 

Subject:  Re:  Gold  King  Mine  spill  - Private  Well  Testing 

Top  Cover! 

Sent  from  my  iPhone 

On  Aug  10,  2015,  at  6:09  AM,  McComb,  Martin  <McComb.Martin@epa.gov>  wrote: 


The  R6  strategy  is  to  pound  the  public  with  data.  I have  been  a part  of  that  machine.  We  are 
about  to  do  the  same.  I have  a clear  path  forward,  I need  too  cover  until  noon. 

Sent  from  my  iPhone 

On  Aug  10,  2015,  at  5:42  AM,  Hestmark,  Martin  <Hestmark.Martin@epa.gov>  wrote: 


Let's  discuss  there  protocols  and  discern  why  they  are  doing  what  they  are  doing  vs 
what  we  are  doing  to  see  if  there  good  reasons  for  the  differences  so  we  can  explain  or 
modify 

Sent  from  my  iPhone 

On  Aug  9,  2015,  at  8:51  PM,  Merritt,  Steven  <Memtt.Steven@epa.gov>  wrote: 


Our  brothers  in  R6  are  embarking  on  a very  ambitious  well  testing  protocol  that 
may  cause  us  difficulties. 

Steven  B.  Merritt,  CIH 

Industrial  Hygienist  / Federal  On-Scene  Coordinator 
U.S.  Environmental  Protection  Agency  Region  8 

1595  Wynkoop  ST  (8EPR-ER) 

Denver,  CO  80202-1129 

303-312-6146- Work 
303-775-7226  - Mobile 
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Merritt.Steven@epa.gov 


From:  Russo,  Rebecca 

Sent:  Sunday,  August  09,  2015  8:47  PM 

Subject:  Gold  King  Mine  spill  - Private  Well  Testing 

Hi  all, 

Please  find  attached  a flyer  regarding  private  well  testing  that  was  issued  today. 
Rebecca 

Rebecca  A.  Russo 

Region  8 Congressional  and  Intergovernmental  Liaison 
Office:  303-312-6757 
Cell:  303-204-1930 


< 1 50809FLYR-San_Juan_County  j3rivate_well_testing_info.pdf> 
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